THE  "OLD  NORTH  CHURCH" 
OF  PAUL  REVERE  FAME, 
SALEM  STREET,  BOSTON,  MASS. 

The  organ  built  by  Thomas  Johnston,  on  Brattle 
Street,' in  Boston  1759,  the  clock  1726,  the  brass 
chandeliers  1724,  the  Cherubim  1746.  Services 
every  Sunday  morning  at  11:00. 
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COLOR  BY  MIKE  ROBERTS 
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